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CONFIDENTIAL STATE 069180 

EXDIS 

E.O. 11652: GDS 
TAGS: AMER, VS 
SUBJECT: E AND E 

REFS: A. SAIGON 3393; B. DAO SAIGON 261600Z MAR 75 

1. IN VIEW OF THE INTENSE INTEREST HERE IN THE WELFARE 
OF AMERICANS AND OTHERS FOR WHOM WE HAVE E AND E 
RESPONSIBILITY, REQUEST THAT UNTIL FURTHER NOTICE YOU 
PROVIDE US WITH STATUS REPORTS ON AT LEAST WEEKLY BASIS. 

2. CONCERNING THINNING DOWN OF DANANG PERSONNEL, REF B 
INDICATES PLAN TO REDUCE LEVEL OF AMERICAN NATIONALS TO 50 
BY NIGHTFALL MARCH 27. REQUEST CONFIRMATION THIS HAS BEEN 
ACCOMPLISHED. CONFIRM ALSO THAT ALL DEPENDENTS HAVE BEEN 
EVACUATED. ALSO PROVIDE STATUS OF NON-AMERICANS FOR WHICH 
WE HAVE RESPONSIBILITY. IS IT PROPOSED ALL AMERICANS 
LEAVE? 
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3. WOULD APPRECIATE HAVING RUNDOWN OF AMERICAN AND 
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OTHER PERSONNEL WITHIN OUR RESPONSIBILITY CURRENTLY 
LOCATED IN NHA TRANG, CAN THO AND BIEN HOA CONSULAR 
DISTRICTS, ALONG LINES PRESENTATION IN REF A. 

4. ALSO WISH TO HAVE, BY PROVINCE, TOTALS OF AMERICANS 

CURRENTLY RESIDING AT PROVINCE LEVEL THROUGHOUT COUNTRY. KISSINGER 
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